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71 -0164           MASSACHUSETTS INSTITUTE OF

TECHNOLOGY

71 -0221           PRECISION COMPONENT CORP.

71 -0227          TENNESSEE VALLEY AUTHORITY

71-0250          TRANSNUCLEAR, INC.

71 -0259          WESTINGHOUSE ELECTRIC CORP.

71-0402          C&R LABORATORIES, INC.

71-0419          NORTHEASTERN RESEARCH &

TESTING CO.

71-0431           TRUTOM (U.S.), LTD.

71 -0441           LUKENS STEEL CO.

71-0443          JOHN DEERE FOUNDRY

71-0445          GENERAL MOTORS CORP.

71-0451           CHERNE CONTRACTING CORP.

71-0496          SCIENTIFIC ECOLOGY GROUP, INC.

71-0581           M.W. KELLOGG CO.

71-0596          STANDARD TESTING & ENGINEERING

CO.

71 -0597          WESTINGHOUSE ELECTRIC CORP.

71-0598          WOLF CREEK NUCLEAR OPERATING

CORP.

71-0601           UNITED TECHNOLOGIES, INC.

71-0604          LOUISIANA POWER & LIGHT CO.

71-0607          MK-FERGUSON CO.

71 -0608          NUCLEAR INSTALLATION SERVICES CO.

71 -0609          SCIENTIFIC MEASUREMENT SYSTEMS,

INC.

71 -0610          S & S INSPECTION CO.

71 -0611           INDUSTRIAL NOT CO.

71 -0696          GEORGIA POWER CO.

71 -0697           NAVY, DEPT. OF

71 -0722          ATEC ASSOCIATES, INC.

71-0723           BASIN SERVICES, INC.

71-5059           MODEL; NFS-URANYL NIT., NUCLEAR

FUEL SERVICES, INC.

71-5450           MODEL: RCC, -1, -2, -3, -4,

WESTINGHOUSE ELECTRIC CORP.

71-5641           MODEL: UNC-2500, UNC NAVAL

PRODUCTS, INC. (DIV. OF UNC,

71-5740           MODEL: ORNL TRU CALIF,, ENERGY,

DEPT. OF

71-5805           MODEL: CNS 3-55, CHEM-NUCLEAR

SYSTEMS, INC.

71-5926          MODEL: GE-100, GENERAL ELECTRIC

CO.

71 -5939           MODEL: 1500, GENERAL ELECTRIC CO.

71 -5950           MODEL: BCL-4, BATTELLE COLUMBUS

LABORATORY

71-6206          MODEL: MODEL B, B&W FUEL CO.
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MODEL: A-0109, J.L SHEPHERD &
ASSOCIATES

MODEL: BU-5, GENERAL ELECTRIC CO.
MODEL: 4.5 TON CF, ENERGY, DEPT. OF
MODEL: 6717-B, AMERSHAM CORP.

MODEL: URIPS-8A & URSPS-8B, NAVY,
DEPT. OF

MODEL IF-300, NUCLEAR PACKAGING,
INC.

MODEL: AS 500 SU, AMERSHAM CORP.
MODEL: Al 520, AMERSHAM CORP.

MODEL: NLS-1/2, NUCLEAR ASSURANCE
CORP.

MODEL E-MEH-00-00004, ADVANCED
MEDICAL SYSTEMS, INC.

MODEL: NLI-10/24, NUCLEAR
ASSURANCE CORP.

MODEL 741 & 741E, AMERSHAM CORP.
MODEL: 684 & 684E, AMERSHAM CORP.
MODEL 650, AMERSHAM CORP.

MODEL 660, 660B & 660E, AMERSHAM
CORP.

MODEL 680 & 680E, AMERSHAM CORP.

MODEL: O1, SOURCE PRODUCTION &
EQUIPMENT CO., INC.

MODEL: 715, AMERSHAM CORP.

MODEL: 1600, GENERAL ELECTRIC CO.

MODEL: SPEC 2-T, SOURCE
PRODUCTION & EQUIPMENT CO.,

MODEL: BCL-3, BATTELLE COLUMBUS
LABORATORY

MODEL: 771, AMERSHAM CORP.

MODEL CNS 6-80-2 & 2A, CHEM-
NUCLEAR SYSTEMS, INC.

MODEL 20, 20A, 50, & 50A, AMERSHAM
CORP.

MODEL 100, 100A, 200 & 200A,
AMERSHAM CORP.

MODEL C-8, AMERSHAM CORP.

MODEL CENTURY S & SA, CENTURY
UNIVERSAL S & SA,

MODEL: 920, AMERSHAM CORP.
MODEL 850, AMERSHAM CORP.
MODEL PAT-2, ENERGY, DEPT. OF

MODEL SENTINEL 1S, TELEDYNE
ENERGY SYSTEMS

MODEL IR-50, INDUSTRIAL NUCLEAR

CO.
MODEL: NAC-1, NUCLEAR ASSURANCE

CORP.
MODEL OP-100, INDUSTRIAL NUCLEAR

CO.

Page

199

199
199
199
199

199

199
199
199

199
199

199^
199
199
200

200

200

20O
200
20O

20O

200
200

200

2O0

201
201

201
.201
'201

201

201

201
201

Xlll2          INDUSTRIAL NUCLEAR CO.
